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Atlantic Coast Pipeline 


Gov. Roy Cooper and 

DEQ Secretary Michael Regan 

The NC Department of Environmental Quality is due to decide by Monday, 
Sept. 18 whether to grant the Atlantic Coast Pipeline its NC 401 Water 
Quality Certification. The application for this massive, fracked natural 
gas pipeline proposed by Duke Energy and Dominion Resources is 
completely inadequate to protect NC’s waters and people. 

For economic, environmental and social justice reasons this pipeline is 
completely unjustified and will be dangerous, damaging and costly for 
North Carolina. Ask them to deny the 401 water certification permit, a 
permit that Duke and Dominion must have in order to begin construction. 
Sincerely, 

August Preschle 
7711 Lasater Road 
Clemmons, NC 27012 
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